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Abbott, Clark, M. D. Reappointed January 15, 1934, p. 144. Castillio—See Del Castillio. 
Abortions, Alleged, See: Certificates— 
DeVaughn, Oscar, M. D. Restored: 
Hodgkinson, Robert Barber, Schuyler A., M. D. 
Sims, George A. Citron, I. Jesse, M. D. 
Adams, Frederick V., D. C., February, Adv. page 18. Rai nora Ernest, M. D. 
are "4 see Rome Michae May, py 
ee a R. W. H. (see Romanoff, Michael), May Northrup, Frank A., M. D. 
: ‘ yurn, John L. 
Jace 3 ell Mme., June, Adv. p. 21. Simmons, Joy V., Drugless Practitioner. 
Annual Report—Highlights, p. 144. Ch > 
Aaquarian-Age Healing (see Viol x ‘Nell. Clyde F arles, Harvey P., M. D., April, Adv. p. 18. 
juarian-Ag (see Violator McNeil, Clyde F.). Chi ti i 
Arch-Support Manufacturer, Attorney-General’s Opinion, ee e—Court Actions to Define—See: 
June, Adv. p. 24. Supe heed 
Associated Health Service investigation, May, Adv. p. 16. Phoaie aS de vs. Bagley 
Attorney-General, (See Opinions.) E eele vs. Steele 
ait “vans (Mons) vs. McGranaghan. 
Aved, Thomas G., D. C., ener Adv. p. 17. Chiropractors cannot use electrotherapy (Judge James) 
aagley, a a S., D.C. Enjoined by Purviance, April, February, Adv. p. 21; (Appealed) March, Adv, p. 14. 
M., M. D. 2st, p. 18. anuary, Vv 
Barber, Cancer Specialist. (See Leech, C. H.). Cutvegenatate not affected by Basic Science 
Barber, Schuyler A., M. D., p. 320, April, Adv. p. 17. enactment, January, Adv. p. 18 
Basic Science Law, January, Adv. p. 18. 


Chiropractors—Licenses Revoked, p. 320. 
Bayless, H. Gordon, M.D. Narcotic arrest, June, Adv. Brison, George Dunbar, D. C. 


Simmons, Joy V., D.C 
Snyder, R. Harry, D. C. 
Chiropractors—Violators: 
Adams, Frederick V., D. C. 
3rison, George D., 


legislative 


Beauty Specialists. (See Anderson, Nell.) 
Blankenstein, Harry (see Blank, H.), p. 216, April, Adv. 


Board Members Appointed, p. 144. 


Abbott, Clark Cobb, Abner J., D.C. 
Dolman, Percival Farrell, Frank A., D.C. 


Sturgeon, Charles 
Thomason, George 
Bogo, Louis J., D. S. C., January, Adv, p. 18. 


Bold, Francis James, M. D., January, Adv. p. 17. 


Brinkley, John R., April, Adv. pm. 18. 
Brison, George Dunbar, p. 320. 
Britt, Walter H., January, cae. p. 21. 
Bruguiere, Pedar, M.D., p. 320. 
Burgeson, Samuel D., M. D., March, Adv. p. 14. 
Cancer Treatments—See: 

Leech, C. H. 

Special German Cancer Clinic 

Wieduwilt, Carl F. 

Cary, F. T., M. D., June, Adv. p. 18. 


Rupp, Frank X., D. C. 

Simmons, Joy V., 

Snyder, R. Harry, D. C. 

Thurber, EB. J., D. C. 

Whitworth, Margaret, Dc. 
Chiropody—Attorney General’s Opinions re, June, p. 480. 
Christian, Harry, April, Adv. p. 21. 
Church jot Revelation (see Lubasky, W. M.), May, Adv. 

2 


Cinchophen Poisoning, May, Adv. p. 21. 

Citron, I. Jesse, M. D., p. 320, April, Adv. p. 18. 

Cobb, “Abner * February, Adv. p. 14. 

Conner, J. D. (eyesight swindler), February, Adv. p. 17. 

Corlis, Scott (see Hospital Assoc jations), February, Adv. 
p. 17; p. 216. 


PAGE 
» 


Cosmetologists May Practice ‘‘Pedicure,” June, p. 480. 
Court Decisions: 
Bold, Francis J. Revocation sustained (Appellate), 
January, Adv. p. 18. 
Herzig, Maximillian L. Appellate Court sustained denial 
of Writ of Mandate, January, Adv. p. 18. 
Marmillion, M. J. Conviction sustained, February, Adv. 


p. 17. 
Rinaldo, Eugene J., Re Writ of Prohibition, February, 
Adv. p. 17. 


Traxler, Paul S. Board's revocation sustained (Appel- 
late), January, Adv. p. 18. 
Superior Judge James’s Decision on Chiropractic, Feb- 
ruary, Adv. p. 21; May, Adv. p. 17. 
Crawford, Dr. (See Osmun, E. ae" 
Cruice, L. D., M. D., Mare h, Adv. p. 17. 
Cummins, J. E. Operates National School of Naturopa- 
thy, June, Adv. p. 17. 
Curtiss, John, March, Adv. p. 12. 
DeDesley, Jean, p. 320. 
del Castillio, Anthony, M. D., February, Adv. p. 18; p. 320, 
May, Adv. p. 19. 
de Vaughn, Oscar W., M. D., April, Adv. p. 18; May, Adv. 
p. 18; June, Adv. p. 19. 
Dewees, George, M. D., March, Adv. p. 17. 
Diplomas—Aquarian-Age Healing, June, Adv. p. 21. 
Doria, Manuel M., M. D., February, Adv. p. 18. 
Drugless Varieties—See: 
Aquarian-Age Healing (McNeil, Clyde F.). 
Doctor of Orthopathy (Holbrook, H. N.). 
Doctor of Threpsology (Holbrook, H. N.). 
Duhem, H. N., May, Adv. p. 17. 
See Associated Health Service. 
Liberty Hospital 
Enos, Joseph B., M. D., p. ' 
E xamination Records ‘“dieaieal) Compared with Bar Ex- 
aminations, p. 72. 
Ewing, J. W., February, Adv. p. 17, p. 216. 
Examination Results, p. 392. 
Eyesight Swindlers, February, Adv. p. 17; June, Adv. p. 18. 
(See Conner, J. D.; Miles, H. L.; Mohr, Simon.) 
Farrell, Frank A., Chiropractor, guilty, February, Adv. 
» 14, 
Compound—Manufacturer Sued, May Adv. 
p. 21; June, p. 480. 
Fitts, District Attorney Buron. Ordered Health Racket 
Investigation, June, p. 480. 
Folsom, J. K., M. D., arrested, January, Adv. p. 18. 
Freeman, Ernest, M. D., p. 320. 
Garcia, Sarah, June, Adv. p. 24. 
Gilbert, Aaron, May, Adv. p. 16. 
Griffin, M. J., February, Adv. p. 17, p. 216. 
Hahn, E. M., June, Adv. p. 24. 
Hamilton, Minard M., June, Adv. p. 17. 
Hakim, Edward, June, Adv, p. 19. 
Harris, Earl George, p. 216. 
Health Association Salesmen — See 
ations’’: 
Blank, Harry (Blankenstein) convicted in Alameda 
County. 
Christian, James, convicted in Alameda County. 
Gilbert, Aaron, convicted in Alameda County. 
Hakim, Edward, convicted in Alameda County. 
Kramer, Harry, convicted in Alaineda County. 
Pinsley, Max, convicted in Alameda County. 
Health insurance, Chester Rowell on—May, Adv. p. 18. 
Health Insurance Racket: 
“Bilking the Public’? (Complaints), June, p. 480. 
Hakim, Edward, sentenced, June, Adv. p. 19. 
Investigation ordered by Los Angeles District Attorney 
Fitts, June, p. 480. 
Health Lecturer (see Holbrook, H. N.), May, Adv. p. 22. 
Holbrook, H. N. (Health Lecturer), May, Adv. p. 22. 
Hellwig, Paul, February, Adv. p. 14. 
Herzig, Maximillian I... « January, Adv. p. 18. 
Hodgkinson, Robert (alias Robert LaVerne), alleged illegal 
operation, May, Adv. p. 19. 
Hopkins, Cary N., M. D., p. 320. 
Hospital Associations, p. 72, 144; February, Adv. p. 17, 
p. 320. 
See Blankenstein (Blank) Harry 
Corlis, Scot 
Christian, James 
Ewing, J. W. 
Griffin, M. J. 
Klingberg, V. A. 
Knotts, E. L. 
Kramer, Harry 
Ney, Stephen, D. D.S 
Pinsley, Max 
Taylor, Al L. 
Wolf, C. H. 
San Francisco Grand Jury Indictment Threatened, May, 
Adv. p. 15. 
See pra. ited Health Service 
Liberty Hospital Association 
Hospital Association Racketeers Sentenced, p. 216. 
Illegal Operations (see Abortions). 
Impostors: 
See Albrextondare, R. H. W. 
Harris, Earl George 
Koba, Tsuneyoshi 
Osmun, E. K. 
Paris, George 
Parker, Wilbur Lester 
Thompson, Willard 
International Metropolitan Health and Accident Associ- 
ation, February, Adv. p. 17, p. 216. 
James, Superior Judge—Opinions re Chiropractic, Febru- 
ary, Adv. p. 21; Appeal, March, Adv. p. 14 
Kalman, Paul, March, Adv. p. 14. 
Kabrick, Benjamin, January, Adv. p. 21. 
Klingberg, V. A., p. 216. 
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Wolf, C. H. (Hospital Association), p. 216. 
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